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Index to B.R.S. Digests 


The end of the series 


Publicising revisions 


It has now been decided to discontinue the First Series of Building 
Research Station Digests. Many of these have already been superseded 
by subsequent issues in the Second Series; others described techniques 
which though new or little known at the original date of publication, 
have since become more widely known and, in some instances, are 
more fully described elsewhere. The remainder are now at least eight 
years old. 


When the stock of any Digest falls to a level at which reprinting must 
be considered, normally at intervals of about two years, the continued 
usefulness and validity of the Digest are examined before deciding to 
reprint. If it is to be reprinted, any errors are corrected and the text is 
up-dated to incorporate, for example, revisions to BS references, recent 
legislation and any technical advancement. If the technical changes are 
considerable, the Digest is usually allowed to go out of print and a 
replacement is produced as a new issue. In spite of all this, there is a 
natural tendency to doubt the validity of a document which from its 
original publication date might appear to be ten years old or more. 
There also remains the risk that reference sets in offices might still 
contain an original issue, not the latest revision. 


In this alphabetical index, reference is made only to those Digests 
that were published as ‘Second Series’. Titles in the old ‘First Series’ 
that are still available are listed on page 6. Any of these for which 
there is found to be a continuing need will be revised as necessary and 
assimilated into the current series in the future. 


From January 1969, numbering will continue sequentially but 
reference to series will be discontinued. There will be only one series, 


In future when a Digest is reprinted with revisions, the amendments 
will be underlined or indicated by a margin rule and a marginal note 
inserted stating the date when the revision was made. This will be 
applied only to revisions of a technical nature, not to editorial correc- 
tions. 


To assist with maintaining up-to-date sets of Digests, this and future 
indexes will list Digests that have been reprinted with revisions since 
publication of the previous index, with notes of the extent of the revi- 
sions, Viz: 

reprinted with corrections 

reprinted with minor revisions 

reprinted with substantial revisions 


Earlier intimation will be given, when possible, by using spare space in 
current issues (now sometimes filled with notices of other publications) 
and by notification in BRS News. It should thus prove much easier 
to ensure that no significant revision escapes notice. 
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Index to Digests 4-99 


Accident, in home 43 
Accuracy, in building 84 
Acoustic tiles, plastics 93 
Acoustics, improvement of 82 


(see also Noise and Sound absorption and 
insulation) 


Acrylic plastics 69 
Activity bills 97 
Adhesives, thermoplastic flooring 33 
Aggregate 5 
expanded polystyrene beads 93 
granolithic concrete floor 47 
lightweight, properties 25 
uses of concrete 26, 31 
waterproofing 8 
properties, concrete quality 14 
shrinkage 35 
reinforcement corrosion 59 
wet, weight adjustment 14 
‘Air’ locking, heating systems 98 
Aluminium and alloys 
finishes 30 
maintenance 46 
painting 71 
properties and uses 29 
water services 98 
Appearance of buildings 45 
Asbestos cement, painting 55 
Asphalt 
damp-proof course 77 
flat roof covering 51 


Atmospheric pollution, stone masonry 45 
Auditorium, sound-absorbent treatment 82 


Ball vaive, Garston model 15 
Bathroom, safety precautions 43,44 
ventilation 78 
Ritumen 
damp-proof course materials, 77 
for solid floors 54 
Bitumen felt, built-up roofing 8,51 
Bituminous paint 56 
Block 
aerated concrete 17 
lightweight aggregate concrete, 
applications 31 
properties 26 
(see also Brick) 
Blockwork 
mortar for jointing 58 
plastering 49 
strength 61 
(see also Brickwork) 
Blue stain, timber 72 
Boilers, Domestic, chimney design 60 
Bonding agent, for plastering 49 
Brick 
clay, selection 65, 66 
concrete, cracking 4 
damp-proof course 77 
efflorescence 66 
sand-lime, cracking 4 


Brick (cont.) 


standard dimensions 66 
sulphate content 89 
Strength 66 
water absorption 66 
(see also Block) 


Brickwork 
cracking 75 
damage and repair 4 
frost protection 3 
mortars for jointing 58 
painting 55 
plastering 49 
repointing 58 
staining 46 
strength 61 
sulphate attack 58, 65, 89 
Building in warm climates 92 
Cadmium, painting 71 
Calcium chloride 
concrete additive 5 
mortar additive 58 
reinforcement corrosion 59 
Cast stone, appearance 46 
Cavity wall 
foamed plastics injection 94 
strength 61 
Cedar, western red 72 
maintenance 46 
Ceiling 
staining, from boiler 60 
Cellular plastics 93 
Cement 
addition to lime mortar 58 
coloured 
high-alumina 5, 58, 90 
industrial flooring 47 
masonry 58 
Portland 90 
Portland blastfurnace 5,90 
pozzolanic 5,90 
strength, concrete mix 14 
sulphate-resistant 5,90 
supersulphate 5,90 
waterproof 5 
white 5 
(see also Concrete, Mortar) 
Cement paint 56 
Chimney 
condensation 60 
damp-proof course 27,77 
design, domestic boiler 60 
lining material 60 
(see also Flue) 
Chromium, painting 71 
Chute, refuse 40 
Clay 
expanded, aggregate 25, 26, 31 
foundation movement 63, 64, 75 


tile flooring 79 


Clinker, lightweight aggregate 


25, 26 
Colour 
factories 28 
rendering, fluorescent lighting 76 
Concrete 

aerated 16,17 
appearance 46 
drying shrinkage, determination 35 
floors 47 
anti-dusting treatment 47 
reinforcement corrosion 59 
granolithic 47 
joints, bonding new to old 47 

lightweight aggregate— 
corrosion of reinforcement 59 
fire resistance 31 
materials and properties 25 
reinforced, GLC specification 31 
roof screed 51 
structural application 31 
uses 26 
materials 5 
mix design 13,14 
painting 55 
plastering 49 
properties 5 
quality control 13, 14 
reinforcement corrosion 25, 59 
roof, design features 51 
shrinkable natural aggregate 35 
sulphate attack 90 
tiles, flooring 47 
wall, strength 61 
water/cement ratio 14 


(see also Aggregate, Cement) 
Concrete frame construction, multi-storey 


flats 48 
Concrete tiles and flooring 47 
Condensation 

chimney 60 
estimating 91 
flat roof 8 
floor 18 
prevention 91 
Copper 
damp-proof course 77 
painting 71 
roof covering 51 
water services 98 
Corrosion 
aluminium and alloys 29 
concrete reinforcement 25, 59 
iron and steel, prevention 70 
non-ferrous metals, prevention 71 
resistance of metals 98 
Costs, multi-storey flats 48 
Cracking 75 
brickwork 4, 58, 75 
roof deck 51 
wall, roof movement 75 
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Critical Path Method 53 
Curtain walling, mastics 36, 37 
Damp-proof course 77 
floors 18, 54 
injection, insertion 27 
Damp-proof membrane 18 
solid floor 54 
(see also Vapour barrier) 
Dampness 
chimney 60 
driving rain, exposure 23 
dry rot 18, 72 
window joinery 73 
floor 18, 54 
measurement 18 
plasterboard lining 9 
roof screed 8, 51 
walls 27 
waterproofers 54 
(see also Damp-proof course, 
Damp-proof membrane) 
Daylight 
factor 41, 42, 76 
in buildings 41, 42, 76 
Daylighting, drawing office 19 
Design and appearance 45, 46 
Dew point 91 
flue gas 60 
Dezincification 98 
Distemper 56, 57 
Doors, safety precautions 44 
Drainage 
house 6 
roof design 34 
roof deck and screed 51 
(see also Plumbing, Pipes) 
Drawing office 
design 20 
lighting 19 
Dry lining, plasterboard 9 
Dry rot 18 
timber floor 18 
Drying shrinkage 75 
aerated concrete 16 
effect on plastering 49 
roof screed 8, 51 
sub-fioor, lifting tiles 79 
(see also Concrete, Plaster) 
Dustbins 40 
Dwellings, sound insulation 96 
Earthquakes, design to withstand 92 
Ebonite, expanded 93, 94 
Economics 
factory design 28 
multi-storey flat construction 48 
Efflorescence 
clay bricks, 65, 66 
colour washes and paints 55, 57 
plaster, avoiding 49 
Electrical installation, housing 22, 43 
Electricity supply, factory 
for construction sites 87, 88 
Emulsion paint 56, 57 


Factory Building Studies 
Fire protection, factory 


Fire resistance 


aerated concrete 
bitumen felt 
brickwork 
concrete 

lightweight aggregate 
plastics 
roof grading 


Flats 


design, building methods, costs 
refuse disposal 
sound insulation 

space and water heating 

(see also Multi-storey building) 


Flooding, site 


Floor 


clay tile 
concrete 
deflection 
granolithic 
reinforcement corrosion 
damp-proofing 
non-slip 
solid, hardcore expansion 
sound insulation 
thermal insulation 
timber construction 
warming, precautions 
(see also Concrete, Timber) 


Floor finish 


anti-dusting treatment 
factory 
granolithic 


magnesium oxychloride, corrosion of 


reinforcing steel 
terrazzo 
thermoplastics 
tiles 

lifting 


Floor screed 
for plastic flooring 


Flue 


condensation 
heat loss 

liner installation 
sizing 


Foaming, in plumbing systems 
Footpaths, planning for safety 


Foundations 

on expansive soils 

on made-up ground 

piles 

raft 

shrinkable clay— 
short-bored pile 

strip, width 


Frost damage, clay bricks 


Frost heave 


Frost protection 
brickwork 
concrete 
mortar 


Galvanised steel, painting 71 
Garchey system 40 
‘Garston’ ball-valve 15 
Gaskets 36, 37 
Glare 19 
Glass, cladding 37 
Glazing 
light transmission 42 
solar heat gain 68 
(see also Window) 
Gloss paint 56 
Glues, window joinery 73 
Granolithic concrete 47 
GRP 69 
Groundwater 64 
Gust speeds 99 
Gutter, see Drainage, Rainwater goods 
Hardcore, sulphates in 90 
Heat transfer, solar — 68 
(see also Thermal insulation) 
Heating 
‘air’ locking in systems 98 
appliances, flue design 60 
concrete floor, precautions 47 
safety recommendations 43 
space and water, in flats 52 
stainless steel installations 83 
Hospitals, sanitary services 81 
Hot water systems 98 
Houses, sound insulation 96 
Housing estates, access roads 44 
Hurricanes, design to withstand 92 
Industrialised building, sound insulation 96 
Iron, painting 70 
Iron and steel for water services 98 
Jointing 
cladding 85 
joint, open drained 85 
mastics and gaskets 36, 37, 85 
Keene's plaster 49, 55, 75 
Kitchens, layout 43 
Laundry, domestic, safety in 43 
Lead 
damp-proof course 77 
painting 71 
water services 98 
Lift, safety recommendations 43 
Lighting 
daylighting levels, calculation 41, 42 
drawing office 19 
factory 28 
permanent supplementary artificial 76 
Lime 
mortar 58 
plaster 49 
painting 55 
Limestone 
decay 45 
staining by mortar 58 
Lintel, damp-proof course 77 
Loading, wind 99 
Magnesium oxychloride, corrosion of 
reinforcing steel 59 
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Magnesium silicofluoride, surface treat- 


ment for concrete 47 
Manhole, sewer 6 
Masonry, see Stone 
Mastics 36, 37 
Mechanical plant, lightweight units, 

handling 17 
Melamine laminates 69 
Metal 

aluminium and alloys 29, 30 
cladding 29 
non-ferrous, corrosion 29, 71 
painting 30, 70, 71 
(see also Corrosion, Steelwork) 
Moisture content, timber 72 
Moisture movement 
aerated concrete 16 
clay bricks 65, 66, 75 
effects on joints 37 
lightweight concrete 25 
roof deck 8, 51 
Mortar 58 
brickwork 58 
* concrete blocks 17, 26, 58 
frost action 58 
high alumina cement 58 
lime 58 
mix design 58 
pointing 58 
sand-lime brickwork 58 
stone masonry 58 
strength 58, 61 
sulphate attack 4, 58, 89 
winter bricklaying 58 
workability aids 58 
(see also Cement) 
Mould growth 57 
Multi-storey building 
aerated concrete units 17 
cost planning 48 
strength of brickwork 61 
Network analysis 53 
Nickel, painting 71 
Noise 38 
correlation with solar heat™gain 68 
drawing office 20 
factory 28 
home 7 
plumbing 15 
(see also Sound absorption and insulation) 
Nylon 69 
Old people, safety precautions 44 
Operational bills 97 
Overseas, building in warm climates 92 
Pad footing 67 
Paint 21, 55, 56, 57 
chlorinated rubber 57 
emulsion 56 
external use 56 
gloss 56 
mould-resistant 57 
stripping 56 


Painting 
aluminium 30 
asbestos cement 55 
brickwork 55 
cement 55 
concrete 55 
damp walls 36.57 
external surfaces 56 
iron and steel 70 
non-ferrous metals 71 
old walls 57 
over old work 56, 57 
plasters 55 
stone 55 
stucco 55 
walls 55, 56, 57 
window joinery 73 
Parapet wall 
damp-proof course 77 
sulphate attack 89 
Party walls, sound insulation 96 
Perlite aggregate 25, 26, 31 
PERT 53 
Phenol formaldehyde, foamed 93, 94 
Phenolic laminates 69 
Piles 95 
choosing type 95 
load-bearing capacity 67 
soil settlement 63, 67 
Pipes 
corrosion 17 
domestic drainage 6 
flue lining 60 
granular bedding 6 
insulation with aerated concrete 17 
joint, flexible 36 
roof drainage, design 34 
underground, design and construction 6 
water supply 15 
Pitch, damp-proof membrane 54 
(see also Asphalt, Bitumen) 
Plaster 
characteristics 49 
defects, avoidance of 48 
moisture movement 49 
painting 55 
salt contaminated 27 
Plasterboard 
dry lining 9 
plastering 49 
Plastering 
aerated concrete 17 
damp walls 27 
dry lining 9 
lightweight concrete blocks 26 
specifications for 49 
Plasticizer, mortar 58 
Plastics 69, 93, 94 
cellular 93,94 
coating, for metals 69, 70 
tile and sheet flooring 33 


Plumbing 
detergent foam 80 
domestic 15, 80 
hospitals : 81 
noise 7 
plastics 69 
single-stack 80 
Stainless steel tube 83 
thermal insulation 93, 94 
Polyesters (glass reinforced) 69 
Polymethyl methacrylate 69 
Polypropylene 69 
Polystyrene, expanded 93 
Polythene 69 
damp-proof course 77 
pipe, water supply 15 
sheeting, protection 3 
Polyurethane, foamed 93,94 
Portland stone, staining 45 
Preservative treatment 
timber 18, 72 
window ‘joinery 73 
Prefabrication 
lightweight concrete panels 31 
versus in situ casting, costs 48 
tolerances 59 
Prestressed concrete, lightweight 26 
Primer 
iron and steel 70 
non-ferrous metals 71 
window joinery 73 


(see also Paints) 
Pulverized-fuel ash, sintered, aggregate 


25, 26, 31 

Pumice, aggregate 25,31 
PVC 69 

-asbestos tiles 33 

expanded 93,94 

floor covering 33 
Quantity surveying 97 
Raft foundation, width 67 
Rain, driving, exposure index 23 
Rain penetration 23 
Rainwater goods 

plastics 69 

roof drainage, pipe and gutter design 34 
Refuse disposal, in flats 40 
Reinforced concrete, lightweight aggregate 

25, 26, 31 

Rendering 

aerated concrete 17 

lightweight aggregate blocks 26 

sulphate attack 89 
Retaining walls, sulphate attack 89 
Rising damp 

effect on appearance 45 

treatment 27, 54 

(see also Damp-proof course, 

Damp-proof membrane) 

Roof 

aluminium 29 

combustibility 51 

concrete design features 51 

condensation : 51 
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Roof (continued) 
covering 51 
bitumen-felt 8 
drainage, design 34 
factory, cost planning 28 
flat, construction 8 
pitched, tie 4 
plastics 69 
thermal insulation 8, 93, 94 
wind load 99 
Roof deck, properties, construction, laying 51 
Roof light, plastics 69 
Roofing felt 8 
Rubber, synthetic, flooring 33 
Safety, in home 43,44 
Salts 
deliquescent, dampness 
treatment 27 
soluble, action on stone 45 
corrosion of reinforcement 59 
(see also Efflorescence) 
Sand, mortar 58 
Sandwich panels, foamed plastics 94 
Sap-stain, timber 
Scale, effect on corrosion resistance 98 
formation in water 98 
Screed 
lightweight concrete 26 
drainage 8, 51 
Sealers, concrete floors 47 
brickwork, damage 4 
clay shrinkage 63 
piles 63 
Sewer, construction 6 
Shading from sun 92 
Silicones 
damp-proof course 27 
surface waterproofing 56 
Single-stack plumbing 80 
Siphonage, in plumbing systems 80 
Site assessment 
for factories 28 
soil conditions 64 
Slag, blastfurnace, aggregate 25, 26, 31 
Slate 
damp-proof course 77 
durability 46 
expanded, aggregate 25 
staining and weathering 46 
Slenderness ratio, wall, under load 61 
Soakaway 6 
Sodium silicate, surface treatment for 
concrete 47 
Soil, analysis 90 
sampling 90 
Soil mechanics 63, 64, 67, 95 
Solar heat 68 
Sound absorption and insulation 38, 82, 96 
aerated concrete 16 
cellular plastics 93, 94 
Home 
new forms of construction 96 
windows 82 


(see also Noise) 


Stainless steel for water services 83, 98 


Stairs, design for safety 44 
Steelwork 
painting 70 
reinforcing, corrosion 59 
depth of cover 59 


(see also Galvanised Steel) 
Steel, stainless, for water services 83, 98 


Stone 
choice of mortar 58 
deterioration 45 
limestone, staining by mortar 58 
painting 55 
weathering 45 
Structural design, 12 
factory 28 
Stucco, painting 55 
Subsidence, mining 63 
Sulphate attack 75, 89 
brickwork 4, 58 ,65, 89 
cement 5, 90 
chimney 60 
concrete 90 
high alumina cement 58, 90 
supersulphated cement 90 
Sun controls for windows 68 
Terrazzo 
appearance 46 
laying technique and maintenance 47 


Thermal insulation 


boiler flue 60 
cellular plastics 93, 94 
concrete 5 
aerated 16, 17 
factory 28 
floor 93 
plasterboard lining 9 
plumbing 93 
roof 93, 94 
roof-deck 8 
walls 93 
Thermal movement 
brickwork damage 4, 65 
effect on plastering 49 
expansion joint 37 
flat roof 8,75 
Thiokol jointing compound 36 
Tile, floor 
arching 79 
clay 79 
concrete 47 
plastics 33 
Timber 
dry rot 18 
softwood 72 
preservative treatment 72, 73 
window joinery 73 
Timber cladding, staining 46, 72 
Tin, painting 71 
Tolerances 84, 85 
Tree roots, foundation movement 63, 64 
Tropical building 92 


Urea-formaldehyde, foamed 93, 94 


Vapour barrier, cellular plastics 94 
(see also Damp-proof membrane) 
Varnish 21 
Vegetation 
foundation movement 63 
guide to site suitability 64 
Ventilation 
effect on condensation 91 
internal bathrooms 78 
roof screeds 51 


Vermiculite, concrete aggregate 25, 26, 31 


Vinyl-asbestos tiles 33 
Wall 
cavity, design features 61, 77 
cladding 29 
cracking, clay soil 75 
shrinkage 75 
damaged, stability 4 
dampness 27 
dry lining 9 
painting 55, 56, 57 
sound insulation 38, 61, 96 
thermal insulation 93 
wind loading 99 
Wall lining 
against rising damp 27 
dry lining, jointed plasterboard 9 
Water 
analysis of ground 90 
effect on metals 98 
hardness 98 
impurities 98 
sampling of ground 90 
scale formation 98 
Water heating, flats 52 


Water vapour, concentration in flue gas 60 
WC compartment, design for safety 44 


Wet rot 
skirting board 18 
window joinery 73 
Wind 99 
load on cladding 37 
load on building 99 
speeds in UK 99 
Window 
aluminium 29 
daylighting 19, 41 
joinery, decay prevention 73 
noise reduction 38, 82 
safety recommendations 44 
solar heat gain 68 
Window-sill, damp-proof course 77 
Wiring, socket outlets, housing 22 
Wood, see Timber 
Wood-wool, plastering 49 
Zine 
corrosion 71 
painting 71 


(see also Galvanised steel) 


Zinc silicofluoride, surface treatment for 
concrete 47 
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First Series Digests —titles still available 


4. 


21. 


Pattern staining in buildings 


The avoidance of cracking in masonry 
construction of concrete or sand-lime 
bricks. Revised 1957 


Building on made-up ground or filling 


Damp-proof courses in parapet walls. 
Revised 1963 


Smoky chimneys. Revised 1955 


The weathering, preservation and 
maintenance of natural stone masonry 
—Part 1. Revised 1965 


The weathering, preservation and 
maintenance of natural stone masonry 
—Part 2. Revised 1966 


Condensation problems in buildings 


Blowing, popping or pitting of 
internal plaster 


The causes of dampness in buildings 


The principles of natural ventilation 
in buildings 


Heat loss from dwellings 


Sound absorbent treatments. Revised 
1962 

Painting asbestos cement. Revised 
1966 


The short-bored pile foundation 
Making concrete 
Building limes. Revised 1966 


The control of lichens, moulds and 
similar growths on building materials 
Revised 1963 


Perforated clay bricks, 


. Corrosion-resistant floors—Part 1 


Corrosion-resistant floors—Part 2 
Vibrations in buildings 


Colourless waterproofing treatments 
for damp walls. Analysis of water 
encountered in construction. Revised 
1964 


Pulverized-fuel ash in building mat- 
erials. Revised 1966 


Domestic heating; estimation of 
seasonal heat requirement and fuel 
consumption in houses 


Light cladding—Part I 

Light cladding—Part II 

The BS 2660 range of colours 
Fire: materials and structures 


Sand for concrete 


109. 


110. 


111. 
113. 
116. 
117. 


119. 


121. 
128. 


130. 


132. 


133. 


Building economics; cost planning 


Corrosion of non-ferrous metals: I 
Revised 1968 


Corrosion of non-ferrous metals: II 
The costs of mechanical plant 
Roof drainage 


Condensation and the design of 
factory roofs 


Questions and answers (heat pumps 
for domestic heating; short bored 
piles—costs; shrinkage cracking 
while houses dry out; dry construc- 
tion for partition walling; single- 
stack plumbing for two-storey 
houses). 


Packed bricks 


Stone preservatives. Jointing plaster- 
board. Revised 1963 


Supersulphate cement; the cracking 
of asbestos-cement sheets 


Condensation in dwellings 


Domestic heating and thermal insula- 
tion 


42. | 
| 

46. 

20. 

78. 
23 

106. 

1038. 


Second Series Digests 


4. 


Repairing brickwork 
Materials for concrete 
Drainage for housing 
Noise in the home 
Built-up felt roofs 


Dry-lined interiors 
Revised 1964 


to dwellings, 


Structural design in architecture 


Concrete mix proportioning and 
control—1 


Concrete mix proportioning and 
control—2 


Pipes and fittings for domestic water 
supply 


Aerated concrete—1: 
and properties 


manufacture 


Aerated concrete—2: uses 


Design of timber floors to prevent 
dry rot 


The lighting of drawing offices 


Layout and equipment of drawing 
offices 


New types of paint. Revised 1966 
Socket outlet wiring for houses 
An index of exposure to driving rain 


Lightweight aggregate concretes— 
1: Materials and properties 


Lightweight aggregate concretes— 
2: uses 


Rising damp in walls 
Factory Building Studies 


Aluminium in building— 
1: properties and uses 


Aluminium in building— 
2: finishes 


Sheet and tile flooring made from 
thermoplastic binders 


Design of gutters and rainwater pipes 


Shrinkage of natural aggregates in 
concrete 


Jointing with mastics and gaskets—1 


70. 


Jointing with mastics and gaskets—2 
Noise and buildings 

Refuse disposal in blocks of flats 
Estimating daylight in buildings—1 
Estimating daylight in buildings—2 
Safety in domestic buildings—1 
Safety in domestic buildings—2 
Design and appearance—1 

Design and appearance—2 


Granolithic concrete, concrete tiles 
and terrazzo flooring 


Multi-storey flats — design, building 
methods and costs 


Choosing specifications for plastering 
Developments in roofing 


Space and water heating in local 
authority flats 


CPM explained 
Damp-proofing solid floors 
Painting walls: 1 

Painting walls: 2 

Painting walls: 3 

Mortars for jointing 


Protection against corrosion of 
reinforcing steel in concrete 


Chimney design for domestic boilers 


Strength of brickwork, blockwork 
and concrete walls 


Soils and foundations: 1 
Soils and foundations: 2 


The selection of clay building 
bricks: 1 


The selection of clay building 
bricks: 2 


Soils and foundations: 3 
Window design and solar heat gain 


Applications and durability of 
plastics 


Painting metals in buildings: 
1—iron and steel 


99, 


Painting metals in buildings: 
2—non-ferrous metals and 
coatings 

Homegrown softwoods for building 

Prevention of decay in window 

joinery 

Cracking in buildings 


Integrated daylight and artificial light 
in buildings. 


Damp-proof courses 


Ventilation of internal bathrooms and 
WCs in dwellings 


Clay tile flooring 


Soil and waste pipe systems for 
housing 


Hospital sanitary services: some de- 
sign and maintenance problems 


Improving room acoustics 
Plumbing with stainless steel 
Accuracy in building 


Joints between large precast concrete 
wall panels: the design of open 
drained joints 


Electrical supplies for construction 
sites: 1 


Electrical supplies for construction 
sites: 2 


Sulphate attack on brickwork 


Concrete in sulphate-bearing soils and 
groundwaters 


Prevention of condensation 

Building overseas in warm climates 
Cellular plastics for building : 1 
Cellular plastics for building : 2 
Choosing a type of pile 


Sound insulation and new forms of 
construction 


Tendering documents with a produc- 
tion bias 


Durability of metals in natural waters 
Wind loading of buildings—1 
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Digests no longer available 


Second Series 1. 


Research and its users 

Questions and answers 

Working in winter and bad weather 
Lifting equipment for cranes 
Heating in local-authority flats 
Index 


Lightweight aggregate concretes— 
3: Structural applications 


Soil and waste pipe systems for housing 
Cellular plastics for building 

Index 

Index 

Index 


replaced by 52 
superseded 


replaced by 80 
superseded by 93, 94 
superseded 
superseded 
superseded 


Second Series Digests : reprints with revisions since October 1967 


4. 
17. 
20. 


21. 
27. 


Repairing brickwork 
Aerated concrete: 2—uses 


Layout and equipment: of drawing 
offices 


New types of paint 
Rising damp in walls 


Shrinkage of natural aggregates 
in concrete 


Jointing with mastics and gaskets—2 
Estimating daylight in buildings—2 


Multi-storey flats—design, building 
methods and cost 


. Choosing specifications for plastering 


Developments in roofing 
Damp-proofing solid floors 
Painting walls: 3 


. Chimney design for domestic boilers 


Strength of brickwork, blockwork and 
concrete walls 


The selection of clay building bricks 
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